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SUB J : SOVIET ASSISTANCE FOR AFGHAN HOSPITAL 

1 . KABUL TIMES ON APRIL 2 REPORTED THAT THE USSR AND 
AFGHANISTAN SIGNED AN AGREEMENT ON MARCH 31 TO BUILD A 
NEW 200 BED HOSPITAL IN KABUL. THE SOVIETS AGREED TO A 

9 MILLION RUBLE LOAN FOR THE HOSPITAL WHICH WILL INCLUDE 
A POLYCLINIC, A 600 PATIENTS-A-DAY CLINIC FOR CIVIL SERVANTS, 
AND A BLOOD BANK WITH A CAPACITY OF 4000 TO 6000 LITERS 
PER YEAR. THE AGREEMENT WAS SIGNED BY THE SOVIET ECONOMIC 
CONSELOR, BORIS A. TITOV, AND THE PRESIDENT OF THE FOREIGN 
RELATIONS DEPARTMENT OF THE MINISTRY OF PUBLIC HEALTH, 

DR. RAUF ROSHAN. 

2. COMMENT: WASHINGTON WILL RECALL THAT THE US WAS ASKED 
TO FUND CONSTRUCTION OF A NEW HOSPITAL LAST SUMMER WHEN 
SECRETARY KISSINGER VISITED KABUL IN AUGUST. 
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